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BILL NO. S-91-06-/ 7 


SPECIAL ORDINANCE NO. S- Ss di £ à EAA 

AN ORDINANCE approving the awarding 

of Reference #0256 by the City of 

Fort Wayne, Indiana, by and through 

its Department of Purchasing and 

KOEHLINGER KRUSE SECURITY 

for the Water Filtration Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #0256 between the City of 

Fort Wayne, by and through its Department of Purchasing 
and KOEHLINGER KRUSE SECURITY for the Water Filtration 
Plant, respectfully for: 

the purchase of an automated security 

gate with monitoring camera for the 

Water Filtration Plant; 
involving a total cost of Eighteen Thousand and no/100 
Dollars ($18,000.00), all as more particularly set forth 
in said Reference #0256 which is on file in the Office of 
the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary mee by the Mayo 
/ M. 


C Ze E : , VETT AA ر‎ 






APPROVED AS TO FORM 
AND LEGALITY 


ovd 


J. Timothy McCaulay, Су Attorney 





REF. NO. : 

DEPT: 

DATE: 

ITEM/SERVICE: 

PURCHASING INFORMATION 
ADVERTISED BID: 

DATES ADVERTISED: 

OPENING DATE: 

WRITTEN QUOTE: 

DUE DATE: 

VERBAL QUOTE: 

SINGLE SOURCE: 

NO. OF VENDORS NOTIFIED: ES 
NO. OF VENDORS RECEIVING BID: 
NO. OF VENDORS RETURNING BID: 
NO. OF VENDORS DISQUALIFIED: 
NO. OF VENDORS NOT RESPONDING: 
DATE SENT TO DEPT FOR RECOMM: 
DATE RECOMMENDATION REC'D IN PURCH 
COUNCIL INFORMATION 

DATE INFO SENT TO LAW DEPT: 
INTRODUCTION DATE: 

DISCUSSION DATE: 

PASSAGE DATE: 

ORDINANCE NO: 


AMOUNT APPROVED AND/OR SPENT 
LAST YEAR: 


0256 
FILTRATION PLANT 
06/06/91 


SECURITY GATE W/CAMERA 


NO 


YES 
05/29/91 
NO 


NO 


0 
2 
05/31/91 


06/05/91 


06/06/91 
06/11/91 
06/18/91 


06/25/91 


ВЕЕЕВЕМСЕ МО. 0256 
FILTRATION PLANT 
1FLP191 


KOEHLINGER - 
DESCRIPTION KRUSE SECURITY 


SECURITY GATE $17,050.00 


ALTERNATE 1 ' $18,000.00 


von." | REQUEST FOR QUOTATION 








E se VUA Y City of Fort Wayne PLEASE INDICATE THIS NUMBER 
WE NSN ч, АННЫ DEPARTMENT OF PURCHASES ON ALL CORRESPONDENCE 
3 ak es NUMBER ONE EAST MAIN STREET ROOM 350 


FORT WAYNE, IN 46802 


QUOTE 
FAX 219-427-1393 НО. 552 





BAT OB HEVE УЯ =, Sealed | WILL BE RECEIVED AT py 3 
05/20/91 |0 Quotations has | THIS OFFICE UNTIL 05/29/91 - 4:00 P.M.| 
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KOEHLINGER KRUSE SECURITY 
1441 WELLS ST 1 
FORT WAYNE IN 46808 


















QUANTITY | 





UNIT 


1... | LST | SERVICES & MATERIALS TO PROVIDE AUTOMATED eu 
A SECURITY GATE WITH MONITORING CAMERA NEEDED: * 


FOR IMPROVED SECURITY 


U 

x 
H 
O 
m 
£n 
4 
о 








DESCRIPTION 


TO PLANT, LOCATED AT GRISWOLD DRIVE. THIS WILL 
BE PART OF CURRENT SYSTEM... 2 


SEE JEAN MOORE FOR DET 


) BE HELD FIRM. FOR.90 DAYS 


BE OPENED UNTIL THE DATE AND TIME STATED ABOV 


THIS IS A SEALED QUOTATION - ENVELOPES WILL. 
WE WILL NOT ACCEPT ANY LATE OR FAXED Ten ABOVE. 


ALWAYS RETURN THIS COPY OF IHE-QUOTATION. TOsF 
CITY PURCHASING DEPARTMENT WHETHER OR NOT võu | $ 
ACCEPT/DECLINE TO QUOTE. = sibi 


Base, DIA ж seiner а ae Б 


TOTAL «S noso-c Рону Зо DS Dle (КУУ 


39; The Contractor and his sub-contractors, if any, shall not discriminate against 
any employee or applicant for employment, to be employed in the perform- 
ance of this contract, with respect to his hire, tenure, conditions or privileges 
of employment or any matter directly or indirectly related to employment, 
because of his race; color, religion, national origin or ancestry. Breach of 
this covenant may:be regarded as a material breach of the contract. 





REQUEST FOR QUOTATION 
THIS IS NOT AN ORDER 


PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 
INCLUDE ALL DELIVERY CHARGES (INCLUDING FREIGHT, 
PARCEL POST AND EXPRESS) UNLESS OTHERWISE 
SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 
DESCRIBED BELOW. A D 





QUOTATIONS WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS ON THE REVERSE SIDE OF THIS SHEET. 
RESPECTFULLY, 


















UNIT PRICE 


LEVEL OF BACK ENTRANCE: 


AILS. (219), 427-1303 








ar JA 


m 





aa Kar et ae RC $17,050.00 


Alternate Bid (Base Bid plus $940.00). = == eli $ 940.00 











THIS IS ONLY AN INVITATION TO QUOTE AND NOT 
ON THE REVERSE SIDE OF THIS SHEET. 


SIGNATURE OF BIDDEI 


\THE ABOVE QUOTES ARE SUBMITTED IN ACCORDANCE WITH THE REGULATIONS 


n~a DATE: 5/29/91 





Dennis N. 


OS VENDOR 2 


PU SECURITY 
SYSTEMS 


May 29, 1991 


Ms. Jean Moore 

Three Rivers Filtration Plant 
City County Building 

One Main Street 

Fort Wayne, IN 46802 


Dear Ms. Moore: 


Koehlinger-Kruse Security Systems is pleased to offer for your review the 
following proposal to install a motor operated gate and other associated 
equipment at the Griswold Avenue entrance to the Filtration Plant area. 


The enclosed drawing in blue shows the general locations of the associated 
devices being proposed on the base price. The items in yellow show the al- 
ternative price. 


BASE BID 


One 24 foot motorized gate assembly will be installed parallel with the 
fence on the west side of the drive. ,In addition, a new post will be in- 
stalled on the east side of the entrance area to secure the motorized gate 
assembly when closed. А short fence area, approximately 15 feet long, will 
be installed on the north side of the drive connecting the old fence area 
to the new gate assembly. 


Electricity will be trenched underground and installed in plastic conduits. 
In addition, other signal and control cables will be installed in a 
separate conduit within the same trench. 


EQUIPMENT 


Install one 110 VAC motor operator assembly on the west side of the Gris- 
wold Avenue entrance, including 110 VAC electrical service. In addition, a 
remote open/close/stop button assembly will be installed near the video 
monitor in the lab area of the Filtration Plant. 


Install one N-1000 system processor in the electrical equipment room (N.E. 
corner) and connect data wires to the existing card reader system. 


Supply 40 additional access control cards and program the new gate system 
to include the existing personnel. 


Two card reader assemblies will be installed. The exit reader will be in- 
stalled on the base of the TV tower approximately 80 feet south of the gate 
and the entrance reader will be installed next to the gate on the west side 
of the drive. 


1441 WELLS STREET FORT WAYNE, INDIANA 46808 (219) 422.8823 


CLOSED CIRCUIT VIDEO 


Koehlinger-Kruse Security Systems will install a closed circuit television 
camera, including auto-iris lens in a weather resistive housing at the top 
of a 20 foot free standing tower. The tower assembly will include a tilt 
base secured in concrete. The signal fram the video camera assembly will 
be connected to a fiber-optic transmitter and receiver system. Ap- 
proximately 2000 feet of fiber-optic cable will be installed and the video 
monitor will be installed next to the existing video monitor in the lab 
area. 


INTERCOM 


An intercom, located at the entrance gate, including a press to call but- 
ton, will be installed and connected to the existing intercom in the lab 
area. This will assist the laboratory technician in determining whether he 
should manually operate the security gate. 


Koehlinger-Kruse Security Systems will install the motor operated gate and 
other associated equipment as proposed, including all materials and labor, 
for $17,050.00, plus sales tax if applicable. 


It is Koehlinger-Kruse Security Systems' understanding the Griswold Avenue 
entrance and the Filtration property is private and permits to trench and 
install the mentioned equipment are nót required except for the standard 
electrical permits. If other permits are required, the cost of these per- 
mits will be added to the installation fee. 


ALTERNATE BID 


Koehlinger-Kruse Security Systems will install the camera tower assembly on 
the east side of the drive and install the entrance reader approximately 20 
feet north of the entrance gate on a 2-inch diameter pipe. This price in- 
crease is based on tunneling under the drive and additional trenching and 
cement work. : 


Koehlinger-Kruse Security Systems will install the camera tower assembly as 
proposed above, including all materials and labor, for an additional 
$940.00, plus sales tax if applicable. 


I would like to thank you for giving Koehlinger-Kruse Security Systems the 
opportunity to submit this proposal for the Three Rivers Filtration Plant. 
Should you have any further questions, please call me at 422-8823. 


Respectfully, 


i I 


KOEHLINGER-KRUSE SECURITY SYSTEMS 





Read the fict time in full and on motion Pr rn), 


seconded by ‚ and duly ad 








ad the seconc time 

title and rezerred ko the Committee on (Ge (LEE TT [258 Ea 
City Plan Commissidn for reccmmendation) and eld afte 
due legal notice, at the Council Conferenc T City-County Building, 
Fort Wayne, Indiana, on ‚ the da 
of 
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ee 
DATED: С 4 4 






SANDRACE. KENNEDY CITY CLEAR 


SE AN 
Read the thizg-time in full and on motion Dy p. 
senonted By 140.9 BES ‚ and duly adopted, el aced on its 
Passage. PASS by the rollowing vote: 
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SANDRA E. 


KEIN 


Passed and adopted by the Common Council of the City of Fort Wayne, 


Indiana, as (ANNEXATION]— — (APPROPRIATION) GENERAL) 
(SPECIAL) (ZONING MAP) DINANCE: 


RESOLUTION NO. 477 -/ S f^- 5 
on the DIE 


day of pui. 





PRESIDING OFEZCER 


Presented by me to: the Mayor of the 


E City: of Fort Wayne, Indiana, on 
c» day of: LP ; 1% 


at the ors of "ia. + o'clock 7 «М ЕК СЫТ. 


f | Ё 


SANDRA E. KENNEDY, К 










Hox Approved and Signed by me inis ER ma 7 
1s | 
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DIGEST SHEET 


TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 


SYNOPSIS OF ORDINANCE: An ordinance approvíng the award of 
Reference No. 0256 for automated security gate with monitoring 
camera for the Filtration Plant. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Security fence automation with monitoring 
camera to tie into current system to increase levels of plant 
security. Project pursued as a result of increased problems with 
break-ins, vandalism, etc. z : 


EFFECT ОЕ  NON-PASSAGE: The lack of security continues to 
undermine the safety of employees and our ability to protect the 
water supply. 8 


А 


MONIES INVOLVED:  Koehlinger Kruse Mes $18000.00+/- 
ACCOUNT INFO: Filtration Plant 513-521-6753-431M 
PRICE AGREEMENT: ° NO ; en e - 7 


PURCHASE ORDER: YES 
SOURCE OF FUNDING: Filtration Plant 


PRIOR APPROVAL: No DATE: 
(IF APPLICABLE) 


BILL NO. $-91-06-19 


REPORT OF THE COMMITTEE ON CITY UTILITIES 





PAUL M. BURNS, CHAIRMAN 
CHARLES B. REDD, VICE CHAIRMAN 
EDMONDS, LONG, SCHMIDT 











WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESSESPHÓN, ^ approving the awarding 
of Reference #0256 by the City of Fort Wayne, Indiana, by 
and through its Department of Purchasing and KOEHLINGER KRUSE SECURITY 


for the Water Filtration Plant 




















HAVE HAD SAID (ORDINANCE) (RESODUDDON) UNDER CONSIDERATION 
AND ВЕС LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) A REGODUOIDON) 





DO NOT PASS ` ABSTAIN NO REC 








DATED: e ed Fri 


Sandra E. Kennedy 
City Clerk 


